52                                          COTTON
and of a light-brown colour. It is now preferred by
growers because, when compared with Sakel, it suffers
less from the pink boll-worm, and gives a cleaner cotton
and better ginning returns.
Giza 7 type originated from a single plant selection in
1922, and in 1926 one-fifth of an acre was sown with it.
Its yield is superior to Sakel, but in grade is slightly
inferior. Its production has rapidly increased from 2,800
bales of 775 Ib. in 1930 to about 30,000 bales in 1933.
This variety is a high-yielding one, and is popular with
spinners because it is a comparatively cheap substitute
for Sakel.
The Botanical Section of the Ministry of Agriculture,
Egypt, selected a strain of cotton in 1927 known as
Sakha 4. It has a long staple and resists wilt in fields
that are severely infected. Certain immune strains have
been selected, and in 1933 220 acres were sown. Great
results are expected in 1934.